The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P, MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

4/4/12 



Debra Payton 
Assistant District Attorney 
Norfolk County 


Dear ADA Payton: 


Enclosed is the analytical inf ormation you requested in regards to laboratory certificate numbers 

Included are copies of the following; 


1) Laboratory Drug Receipt 

2) Laboratory Control Cards with chemists’ hand notations 

3) Analysis Reporting Forms with chemist’s hand notations 

4) Gas Chromatograph/Mass Spectrometer (GC/MS) analytical data 


All preliminary tests on these samples were performed by Daniel Renczkowski and the GC/MS 
analyses of these items were performed by Kate Corbett. 


If you have any questions about this material, please call the laboratory at 617-983-6622. 


Sincerely, 


Daniel Renczkowski 
Chemist II 

DPH Forensic Drug Analysis Laboratory 


cc: KAC 


Corbett email PRR 027370 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Sendees 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: CyuM W 
Name and Rank of Submitting Officer: 


Defeadant{s) Name (last, first, initial): 


Police Reference No. 


Ui, lAjard 



To be completed by Submitter 

Description of Items Submitted 


To be completed by Lab Personnel 

Gross Weight Lab Number 


OoQx bct^.3 *=1 broujv, 

believed fo ioe Heroxd 


jA^fteo^jd 'V’o Ise. CiuciC 



Received by: 



Date: 


// 
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No. 

Ciby: Quincy Police Dept. 
Officer: Detective WILLIAM WARD 
Def; 

Amount: 


Date Analyze^i 


a 


Subst: SUB 


No. Cont: 3 Cont: gb 

Date Rec'd: 06/21/2011 
Gross Wt.: 2.80 


Prelim: 


No. Analyzed: ( 

Net Weight: O;* oi ^ 
# Tests: 


Findings 



A 


City: Quincy Police Dept. 
Officer: Detective WILLIAM WARD 



Amount: 

No. Cont: 1 Cont: pb 

Date Rac’d: 06/21/2011 
Gross Wt.: 2.56 


Prelim: 



M 





Subst: SUB 


No. Analyzed: 

Net Weight; 

# Tests: -1 

uwf 


Findings: 
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SAMPLE# 

No. of samples tested: 



AGENCY ANALYST 

i Evidence Wt 


,.o 


PHYSICAL DESCRIPTION; 


' "3 b3€ (bb's. 


Gross Wt { 3 ):_2LiIZ3_L£H^ 
Gross Wt ( ) ): O. 

Pkg. Wt: 0 > <3 S 


Net Wt: O. O ( 


t 


PRELIMINARY TESTS 

Spot Tests 

Cobalt j r t 

Ttiiocyanaie ( ) } 

MicrocrvstaHIne Tests 

Gold 

Chloride 


Marquis_ 


TLTA ( ) 


Froehde's__ 

i 1 

f h.ir r\\e) 

OTHER TESTS 


Mecke's 

( C.r^Cv'\ 

- -r —^ 




PRELIMINARY TEST RESULTS 

GC/MS CONFIRMATORY TEST 

RESULTS 

V 4 (^Tc i A 

RESULTS 

1 r\ 

DATE 

T' Cp-IS 

MS 




OPERATOR 



DATE 





7/onric 
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SAMPLE n 



No. of samples tested: 


o C vy 


ANALYST__ 

Evidence Wt 


PHYSICAL DESCRIPTION: 

"(o cie.^C pQ ^5'ea(-(?d' 

't'U c V e '“i-a pe 


Gross wt ( ):_^ 

Gross Wt ( ): 'O, S ^ 

Pkg. wt: ^ ^ I S 
NetWt: O. 3^‘i^ 

a 


PRELIMINARY TESTS 

Spot Tests 

Microcrvstalline Tests 


Cobalt . /, . X, 

Thiocyanate ((Tf) “T (.b!vU(? y 

Gold ^ 

Chloride 


Marquis 

. 1 

TLTA ^ 


Froehde's 

OTHER TESTS 





Mecke's ^ 

¥ 




PRELIMINARY TEST RESULTS 

RESULTS_ (Z.( 

DATE 


GC/MS CONFIRMATORY TEST 


.-O C-Cy t (c. 




RESULTS_ 

MS 

OPERATOR 


c 




k^c 


DATE 5-/^/-/^ 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F;\SYSTEM7\02 10 12\816504.D 

Operator ; 

KAC 

Date Acquired : 

10 Feb 2012 10:49 

Sample Name : 

Submitted by : 

BLANK 

Vial Number ; 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator ; 

RTE 


C 


AbuinJance TIC: 816504.DVdata.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


816504.D Wed Apr 04 10:43:38 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM7\02 10 12\816505.D 

Operator 

KAC 

Date Acquired 

10 Feb 2012 11:05 

Sample Name 

HEROIN STD 

Submitted by 
Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 

i 

500000 

400000 

300000 

200000 

100000 



-T^—p--r-"r 

—m —f—1—r 

-T-T- p- r-i—I—r-(—r 

. . 

—5—f—r-T—E—1—1—1—1—1—1—l-n—1—E—mi—' 1 ' ' [ > r-T—1 

Time--> 2,00 

3.00 

4.00 

5,00 6.00 

7.00 

8.00 9.00 10.00 11.00 12.00 

Ret, Time 



Area 

Area % 

Ratio % 

6.359 



779589 

100.00 

100 . 00 


TIC: 816505.D\data.ms 
6.359 


816505 .D 


Wed Apr 04 10:43:42 2012 


Page 1 


Corbett email PRR 027376 






Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\02 10_12\816505.D 



Operator 

KAC 



Date Acquired 

10 Feb 2012 11:05 



Sample Name 

HEROIN STD 



Submitted by 




Vial Number 

5 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTS 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS« 

Qual 


1 6.36 C:\Database\SLI.L 

HEROIN 


000561-27-3 


99 


Abunctance 


Average of 6.306 to 6.518 min.: 816605.D\clafa.ms (-) 


43 


801 
60 

40 

20 

OW 


327 

I 


268 


81 


204 


: 94 115 

162 

59 i 

128 

1 1 ,181 

i..l. 

lilt 1.11- 

I, 


3- 

0 


, 284 


, 



354 I 


369 


m/ 2 --> 40 

Abundance 


^ .. .... I , , I , III*' I ' i ' ' I '• f 

60 a'o 100_ 120 140 160 180 200 220 240_ _260 280 _ 300 .320 340 360 

#1; HEROIN 


43 


80 

60 

40 

20 

0 . 


268 


327 


215 


59 


81 

I 94 


115 


146 


m/z-> 


-r ' I ' I Vi-'I I I'M t 


28 

s.liu iiji 


162 


181 


197 


310 




■' I » • I » 


V ' 4 j t’rr ' i rr i 1 1 


369 


341 


40 60 80 100 120 140 160 180 200 220__ 240 280 280 300 320 340 360 


816505.D Wed Apr 04 10:43:43 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\02_10_12\816524.D 

KAC 

10 Feb 2012 15:55 

BLANK 
DJR 
1 

DRUGS . M 
RTF 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


816524.D 


Wed Apr 04 10:43:57 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM7\02__10_12\816525 .D 
KAC 

10 Feb 2Q12 16:10 

DJR 

25 

DRUGS . M 
RTE 


Abundance 

2000000 ) 


TIC: 816525.D\dala.ms 
6.i75 


1600000 


1000000 


0-1 

Time--> 2,00 

-r r-T-v-,- 

3.00 

-^-n-rr 1 1 

4,00 5.00 6.00 

'i ' ‘ 1 ' 

7.00 

1 , 1 .-T-T 1 . 1 . 1 1 1 T-V. 1 1 L 1 I- 1 ■ ' i T- 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

5,888 

6.375 


151137 

3767337 

3.86 
96.14 

4.01 

100.00 


816525.D 


Wed Apr 04 10:44:00 2012 


Page 1 
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Area Percent / Iiibrary Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\02_10_12\816525.D 

KAC 

10 Feb 2012 16:10 


DJR 
25 

DRUGS.M 
RTS 


Search 

Libraries: C;\Database\SLI,L 

Minimum Quality: 80 


C;\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality; 80 

PK# 

RT Library/ID 

CAS# Qual 

1 

5.89 C:\Database\NlST05a.L 



6-Monoacetylmorphine 

002784-73-8 99 


6-Monoacetylmorphine 

002784-73-8 99 


6-Monoacetylmorphine 

002784-73-8 99 


Abunciance 


801 'tS 
60 
40 

20 


69 


Average of 5.86f to 6.004 min.: 816525.D\data.ms (-) 

268 




146 


61 94 1''6i28 




Jjt 

T-TT 




215 


162 


174 204 

11 .11 ,l|l86 


i ' ' i''i I I I i y 




226 

I 238 262 

I "It 


284 


341 


-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


m/7. 
Abundance 

j 

80 ‘ 
60 j 
40i 


#140704: 6-Monoacety[mofphine 


327 


268 


! 43 


215 


201 


81 


59 


70 


94 


115 


146 


,i lil'N Ih. Jll'; ll.i.l, 

V f I ' i I ' ‘ i Vl ' i I I ■' i l ' ! I I 


128 


162, 


'174 

. 


204 


226 


238 252 


- 1 1 1 < > T" 


284 

Jt- 


T 


m/7-> 


40 60 


80 100 120 140 160 180 200 220_ 240 260 280 300 320 340 


816525,D 


Wed Apr 04 10:44:01 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\SYSTEM7\02_10_12\816525.D 
KAC 

10 Feb 2012 16:10 


DJR 

25 

DRUGS.M 
RTE 


Search 

Libraries: C;\Database\SLI.L 

C:\Database\NIST05a.L 

C; \Database\PMVJ_TOX2 .L 

Minimum Quality 
Minimum Quality 

; 80 

; 80 

PK# 

RT Library/ID 

CAS# 

Qual 


6,37 C:\Database\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 


801 


43 

60- 

40 
20 ; 

0V-i' I I Y 


Average of 6.311 to 6.619 rriln : 816525.D\dala,ms (-) 


268 


3i7 


204 


81 


59 


94 


124 


146 


i .ll 


t i, 11 


162 


,181 




■VTTT-ryr 


310 


284 


298 


369 


340 353 


T' 


T' 




40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60 

40 

20 

0 


#1: HEROIN 


43 


268 


327 


216 


81 


59 

ill 


94 


115 


146 


28 


162 


181 


197 


'I ' ' I ' ' ' ' 


li. 


310 


284 


298 


369 


341 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


816525.D Wed Apr 04 10:44:02 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM7\02 10__12\816531 . D 

Operator 

KAC 

Date Acquired 

10 Feb 2012 17:44 

Sample Name 
Submitted by 

BLANK 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TtC: 816531 .D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


816531.D Wed Apr 04 10:44:19 2012 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator. : 
Date Acquired ; 
Sample Marne : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

F:\SYSTEM7\02_10_12\816532 .D 
KAC 

10 Feb 2012 18:00 

HEROIN STD 

32 

DRUGS . M 
RTE 


Abundance 

eoooooj 

eoooooj 

400000; 

200000! 


Time-> 2.00 

3,00 

4.00 5.00 6.00 

7,00 

8.00 9.00 10.00 11,00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

6.359 


1280040 

100.00 

100.00 



TIC: 816532.D\<tata.ms 
6.359 


816532,D Wed Apr 04 10:44:23 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F;\SYSTEM7\02 10 12\ai6532.D 

Operator 

KAC 

Date Acquired 

10 Feb 2012 18:00 

Sample Name 

HEROIN STD 

Submitted by 


Vial Number 

32 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CASff 

Qual 


6.36 C:\Database\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 

80 

60 

40 

20 

0 


43 


59 


nVz-> 40 
Abundance 




80 

60 

40 

20 

0 


43 


59 

ij| 


miz- 


40 


60 


Average of 6.306 to 6.523 min.: 816632.D\data.ms {-) 


268 


327 


204 


81 


94 


1,07 

I ,.ilu, 


124 

ll. 


146 


162 




, 1 , 

ilMi'' 


, J|,, 226238 253 

, .4‘nT^-r7 


310 

I 


284 


298 ii 
HAt-t 


369 


341 354 


80 100 120 140 160 180 200 220 240 _26p 280 300 320 340 

#1: HEROIN 


360 


268 


327 


215 


310 


369 


81 


94 


115 


146 




128 

ll 


162 


181 


197 


?F24i253 


. . I 1 r 1* ^1 I I I 'l '■ 


284 


I'i 341 

‘ [I i f I [ I I •< ■ r - f -T- r'r ' r [ ~ i 'Vn i'f | -| T l [' l " i j : [ t r i n | i I' l r 'f I' I'I I j- r nr-T-T*]' i 1 i i ^i' i i T~]~~rT 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 


298 

r"i"'T*r I I 


360 


816532 .D 


Wed Apr 04 10:44:24 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SySTEM7\02_10__12\816533 .D 
KAC 

10 Feb 2012 18:15 

BLANK 

1 

DRUGS.M 
RTE 


Abundance TIC: 816533.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


816533,D 


Wed Apr 04 10:44:47 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\02_10_12\816534.D 
KAC 

10 Feb 2012 18:31 

COCAINE STD 

34 

DRUGS.M 
RTE 


Abiincfance 


4.665 


TIC: 816534.D\ciata.ms 


1500000 

1000000 

ooooooi 

01...,-.,-,-,-,-,-, 

Tinie-> 2.00 3.00 


I . I J'-r [I I I T -r-r-i ' > I ' ' ' ' I ' I ' ' ■' ■'D ' I i I I I -i -1 

4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4 . 665 

2003188 

100.00 

100.00 


816534.D Wed Apr 04 10:44:51 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; P;\SYSTEM7\02_10_12\816534.D 

Operator : KAC 

Date Acquired ; 10 Feb 2012 18:31 

Sample Name. : COCAINE STD 

Submitted by : 

Vial Number : 34 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.66 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.627 to 4.818 min.; 816534.DVdaia.ms (-) 



816534.D Wed Apr 04 10:44:51 2012 Page 2 


Corbett email PRR 027387 










Area Percent / Library Search Report 


Iniormation from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\02_10_12\816535.D 

KAC 

10 Feb 2012 18:47 

BLANK 

DJR 

1 

DRUGS.M 
RTE 


Abundance TIC: 816535.D\da{a.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


816535.D Wed Apr 04 10:44:57 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEIvl7\02_10_12\816536 .D 
KAC 

10 Feb 2012 19:02 


DJR 

36 

DRUGS.M 
RTF 


Abundance 


4.659 


TIC: 816536.DWata.ms 


1000000 


500000] 


3-839 

i i 


Tima-> 2,00 

3.00 

1—1—I-]- T . 

4.00 5.00 6._0_0 

7.00 

—r—1—1—1—1—1—f—1—1—1— i —[ -T ■'V'-t- -1 -I ' f 1.1 - i-’-j- I.r-i.i- 

8.00 9.00 10.00 11,00 12.00 

Ret , Time 


Area 

Area % 

Ratio % 

3.839 


125613 

8 . 83 

9 . 69 

4.659 


1296441 

91.17 

100 . 00 


816536.D 


Wed Apr 04 10:45:01 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

F;\SYSTEM7\02 10 12\816536.D 



Operator 

KAC 



Date Acquired 

^^Fe^2012 19:02 



Sample Name 




Submitted by 

DJR 



Vial Number 

36 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C;\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C; \Database\PMW__TOX2 .L 



PK# RT 

Library/ID 

CAS# 

Qual 


3.84 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 

801 

i 

j 

60 
40 j 

2ol 


0 


nVz-> 10 
Abundance 

80 

60 

40 
20i 


q-, 




Average of 3.791 to 4.008 min.: 816536.D\da(a.ms (-) 

148 


73 


42 

.-,44 


101 


121 


51 


89 


1 

i 63 





1 

. 1 1 
fr|4'i'i'|iHi4l‘fl| 

(4 


itt-rHI 

iwJfi 

J 


157 


176 


204 


20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


f/59447: im!dazo[2,1-b]thi3zole, 2,3.5,6-lelfahydro-6-phenyt, (S)- 

148 


73 


204 

I 


51 


OH 

m/z-> 10 


n-prr-^ 

20 


28 

,1 

4|.. 

30 


39 


r.4h‘t-.-f4- 

40 50 


63 


60 70 


101 


89 




121 


.109 J| 


131 

■f'- 


157 


176 


189 


■nn-p -ri'i I 'rfl'i ) > i . . I . 

80 90 100 110 120 130 140 150 160 170 180 190 200 


816536.D Wed Apr 04 10:45:01 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

P:\SySTEM7\02 10 12\816536.D 



Operator 

KAC 



Date Acquired 

10 Feb 2012 19:02 



Sample Name 




Submitted by 

DJR 



Vial Number 

36 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PKff RT 

Library/ID 

CAS# 

Qual 


4,66 C;\Database\SLI.L 
COCAINE 


000050-36-2 


99 


42 


Abundance 

8o! 

1 

60' 

40 

20 

O^n^ 
m/z-> 40 

Abundance 

! 

801 
60 

40 

20 


Average of 4.628 to 4.829 min.: 816536.D\data.ms (-) 


182 

I 


94 


i55 68 

ilh ,l!.. 


I_1 


105 


122 

I 162 

,135 I, 166 


198 


303 


L 214 

.. .r,_,.^.. ^ ....... 


242 259 


272 


■y 


288 


60 80 100 120 140 160 _180 200 220 240 260 280 300 

#29: COCAINE 

8^ 

182 


42 


94 


105 


in/z- 


0 ,, .1 ; :,. , 


122 


136 


152 166 




198 


1-1" |-ir''| r r-r 


214 


244 259 


272 


303 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 


816536 .D 


Wed Apr 04 10:45:02 2012 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM7\02_10_12\816546.D 

KAC 

10 Feb 2012 21:37 

BLANK 

1 

DRUGS.M 
RTE 


Abundance TIC: 816546.D\dala.ms 



Time-> 2.00 3,00 4,qp_ _ 5.00_6.00_ 7.00 _ 8.00 9.Q0 _ 10.00 1 1 . 0 0 _12.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


816546.D 


Wed Apr 04 10:45:15 2012 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM7\02_10_12\816547.D 

KAC 

10 Feb 2012 21:53 

COCAINE STD 

47 

DRUGS , M 
RTE 


Abundance 

1600000 

1000000 

500000 

0 1' r ■' t I I I 

Time-> 2.00 3.00 


TIC; 816547.D\dala.ms 

4.^64 


f. - p-.,-....,——I —;—— I —^—,—,—^—,—I— , i -v-T—p-=—,—I—f—,—^“ r- — i —[—i—r 

4.00 5,00 6.00 7.00 8.00 9.00 lO'OO 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.664 

1549622 

100,00 

100.00 


816547.D Wed Apr 04 10:45:19 2012 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\02 10 12\816547.D 



Operator 

KAC 



Date Acquired 

10 Feb 2012 21:53 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

47 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


c:\Database\NlST05a.L 

Minimum 

Quality; 80 


C:\Database\PMW TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


4.66 C;\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


80 


Average of 4.622 to 4.829 min.: 816547.D\data.ms (-) 


182 


60 

40 

20 


94 


42 


65 


68 


ml 




106 


122 


r 


A- 


162 ^(5(2 
135 ,1, ^66 


198 


303 


ll 


“T 


214 




272 

242 259 I 288 


I r- i-TT-r-r 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 


82 


42 


.55 68 


#29; COCAINE 


182 


Abundance 

80; 

60 

40 

20 

,“|“l , I V| , I'i'U I U, , I f‘-i . I r r-r-|-, , 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


94 


105 


122 
I 135 

. .' h. . d . 


198 

I 214 


244 259 


272 


303 
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